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the top of the box in place of the temporary protecting cover shown in Fig. 197, and it has projections similar to those in the box, and so the current passes to the crane
Fig. 197.
cable. These boxes are located about in the areas required for the service of the crane, and when it passes out of the limit of area of one, another is connected up to
Fig. 198.
it.    (The lettering shown in these Figs, simply refers to the maker's standard sizes.)
Fig. 199 shows the jointing, and the contact rings of a trolley pole, suitable for slewing cranes.